lough Ibn Ruzzik re-
stored and maintained order in Egypt, he
could not exterminate the Franks. In
July 1160 A.D. when the little Khalifa Al-
Faiz died, he was succeeded by Al-Adid
a child of nine who was the last of the
Fat amid Khalifas. During his reign Ibn
Ruzzik was murdered and his son Al-
Adil Ruzzik was deposed and executed
by Shawar the Arab Governor of Upper
Egypt. Shawar himself was driven from
Cairo by Dirgam and in 1163 A.D, within
a year after the death of Ibn Ruzzik,
the Christian King Amalric of Jerusalem,
sacked Egypt. Al-Adid, the last Khalifa
of the Fatamid dynasty, was a cipher and
so the ministers ruled the country as they
pleased. Rival ministers sought the help
of the Seljuqs or the Christian rulers of
Palestine, and thus brought about the
down fall of the Fatamids.
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